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contamination in the ground water will have to be monitored to en-
sure that the organisms have sufficient oxygen to decompose the
chemicals in the ground water. This type of monitoring may be in
addition to or in place of simply monitoring for the contaminant
itself. In addition, if nutrients are added, they may also be contami-
nants and require monitoring. Nitrate, for example, is a chemical of
concern that may have to be added to a biological treatment system
as a nutrient or may be proposed as an electron acceptor in an anaerobic
treatment process. In Michigan the drinking water supplies may not
contain more than 5 mg/1 of nitrate. Therefore, if nitrate is used, the
regulatory agency will require that it be monitored in addition to
other monitoring requirements.

CONCLUSION

A regulator looks for the data necessary to determine that a pro-
posed treatment technology, if properly installed and operated, will
reduce the contaminant concentrations in the soil and water to le-
gally mandated limits. In this sense the use of biological treatment
systems calls for the same level of investigation, demonstration of
effectiveness, and monitoring as any conventional system,.